Regn.No. KERBIL/2012/45073 
dated 5-9-2012 with RNI 


© 

Government of Kerala 
Gc&>©63 cro(3ces)oc3 
2012 



KERALA GAZETTE 


PUBLISHED BY AUTHORITY 


card; Clil <&> 3 ft1 <3> 0) 3 C\»l (_c»J <TUl (3D S) r»_|S1 CYTCD1 (TO CCf) 




25th September 2012 



Vol. I 

Thiruvananthapuram, Tuesday 

2012 6)croajoo6nj(3 25 

O 

No. 

16 

Qjoet^o 1 

raflrajajcnotDnJjrao, st^joqj 

3rd Aswina 1934 

1934 (313)00/1 CDo 3 

ddj(3 


PARTIH 


Stores Purchase 


Fire & Rescue Services Department 

SHORT TENDER NOTICE 
[No. 11/2012] 

No. Fl-5835/2012. 18th August 2012. 

Sealed tenders are invited for the purchase of Tyre, 
Tube, and Flap to Fire and Rescue Services Department. 
Details of items can be had along with the tender forms. 
The tenders are to reach the undersigned before 5 p.m. 
on 4-10-2012, 1000 x 20—Cross thread—56 Nos. and 
1000x20—Line thread—20 Nos. 

Estimate Cost—' 14,03,600. 

EMD—1%. 

The tenders should be superscribed as Tender 
No.11/2012 and addressed to the Commandant General, 
Home Guards Civil Defence and Fire & Rescue Services 
Headquarters, Housing Board Junction, Thiruvananthapuram-1. 
Late tenders will not be accepted. The tenders will be 
opened at 5-10-2012 the presence of such tenderers or 
their authorized representatives who may be present at 
the time. 


Intending tenderers may on application to the 
Commandant General obtain requisite tender form on 
which tenders should be submitted. Application for tender 
forms should be accompanied by the cash/remittance/ 
money order of ' 2,100 + 4% VAT (Round to next 
Rupee) per copy which is the price fixed by Government 
and is not refundable under any circumstance. The tender 
forms are not transferable. The sale of tender forms will 
be closed at 3 p. m. on 3-10-2012. Neither Cheques, 
Bank Drafts, Postal Order, Postage Stamps etc. will be 
accepted towards the cost of tender forms, nor will the 
tender form be send per Value Payable Post. Duplicate 
tender forms if required will be supplied @ ' 1,050 + 4% 
VAT per copy. The tenderers are to read the general 
conditions given in the tender forms carefully before the 
forms are filled up. Date upto which rates are to be firm 
on 31-3-2013. 

Kerala Stamp Paper will be supplied to firms out side 
State if required by a separate cash remittance of 

120 Money Order. 
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G<ft>®g ciD<b)c 8 carejqjT eiocruca^ <mc3qjl crocm 
ajcftjnjlGejcrscSO ^jojos GujrScMjoqiIcjdo cueilajOTmleijgg 
sasojc&oS, s^jsnj aOgo<jj n^amlcu cu1cm®6mo ©njajjcm 
tml eej <re c9O0cs2)1 (moca8<jj mjggaiolraS cnlcmjo mjcranj^j 
r3(3(i£jo<TU2cft>o3 11/2012 cncni 0 ooo>l c&^eml^jeic&oggjcmj. csaraS^jsl 
3(3<^eiocruls)a3 ailaa3culcu 0 6tmvb 3^<^eiocrulecnosisonjo 
eiel<flojcmtmosrn . 1000 x 20-56 nj)6mo Gt<ft>ocn) 6)(.(majD, 
1000 x 20-20 a®6mo ffloeiaS 6)L(mcu). 

rardsaraS cmj<ft>—' 14 , 03 , 600 . 

chlotmtqcu^o— 1%. 

raracrucnS ©cB^eiocru eoDOORSimlsin^ a/lei ' 2,100 + 4 % 
mjmpujlc&folcm crilcft)jcm1ca)jo sp r D 630onlmjl«53 asjQtMsrecmosrn. 

ODU'iJle'flsio 3(3^ejocru GaDoocarmleicrci culei ' 1,050 + 
4 % 

ajei^ocDlnSdolcm cnlt&qcmlcffljo 63sjcBc9S)STBcmo6m. 6>sa3cu)(3 
csaDOorarmlfflag culei caosxmocaj Aoosmcuoaoeijo ascsal acftosj 
csojcrntmej. 6 ) so 3 ojd (3 GaOOO(5rml6>c$ culeinjcn 3-10-2012, 
3 aCTnlcM (3raaj(Tuo(DlcSffljmr)(mo6m. cnloailcm aoooraimleqgg 
3^aejocrujtft)a3 4-10-2012, 4 fflsmltnjcooj ajc^njoc®! goo 
aocifllcnilraS ejelcsceosnecmosm. (mlcr»(mlc06)jciaDn3do 

ejelceffljam 3(8^eiocrujtft>c/3 cmoffltmooj aoo 6m cu cooei^o 
nj<a1co6mlc9S)icm(mej. 5-10-2012, 11 2)6m1cs3)c06> 3(3<^eiocmica.ocai 

o g\) ’ 00 

6)SGC33)0 (3T3OJ0J6)S (3T3 o CO 1 eft. J (0) (.nJ®)! mlO)l<ft,gJ ff)SCI<I»0 

cruocmlriu^raimlraiScuTj 3(3c»eiocru2ca>a8 cmjOc0S)jcm(mocn)1ffl1<fl6)jo. 
3(3aejocru Ga0oo63T3c/5 6 ) 0 <fi>aooo s>iiJcg>oa3 njoslej. rulei 
aolsmom)l 0 lc 0 ®jcm tmltmcml 31 - 3 - 2013 . 

gDT> 3(3oeiocrul6>cn cn)o 6 rucru)lij culc/83 culcu®63T3c/d, 
an, memo a 08 , 0 c 3 oeiocn) Gci00063T3c/ 3 ajcmeioofficu c&>aoc$a 8 '' 
sscnooS, GaDOo o)oc3cu>cru cnilculraS cu51aoa3cri) nnauciS cmajojf 

0O(TU<ft>^ CmtSqjlCTUCTU, Gcfl>0g aDDCniloCO G6TU0(3CU) g3oC/)o£1CT3, 
njjglmjs nil. 63., (ml ffl J (U (T) Cim nJ l ffl o - 6 9 5 0 0 1 n3)Cm 
630a£ll CTO OJ63S 630nO 1 <TUl«S8 (Dlcmjo n®eiO (.nJCU^Oiml 
3lnjcm63T3g1ejjo 6)6)njta>2Gcmfflo 5 ffl6m1 cu6)0 eje1<s6)jcmcmo6m. 
3(3™ejocru1®cig culei ccsostmo®j cft.o®6moicraoejjo GojoctucoS 
630c8ojdc 8, Gnjocru crooou, 0^1086)', 6ruoa lanonc o 
a^cmlcu (33)000)1 m)ilcft.®1t06)jcmcmei. 

Conditions 

1. Whether samples are essential (Pamphlets, Photograph 

etc. should be 
forwarded along with 
tender 

2. Period within which goods : Within 2 weeks from 

should be delivered the receipt of supply 

order 

3. Rates should be quoted : FOR, Trivandrum 
for the delivery including 

transporting charge of the 
items to Kerala Fire & Rescue 
Services Headquarters 


4. Payment : 90% payment against 

delivery at 
Thiruvananthapuram 
in good condition 

5. Other special condition : A guarantee of 12 

months from the 
delivery of item 

Office of the Commandant General, 

Home Guards, Civil Defence, 

Fire & Rescue Services, 

Housing Board Junction, 

Pulimoodu P O., (Sd.) 

Thiruvananthapuram-695 001. Commandant General. 


